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Background/Aims: Many authors recommend performing a 
second-look endoscopy (SLE) to reduce the frequency of de- 
layed bleeding after endoscopic submucosal dissection (ESD) 
for gastric neoplasms, but these recommendations have 
been made despite a lack of reliable evidence supporting 
the effectiveness of SLE. Methods: From January 2012 to 
May 2013, we investigated 441 gastric neoplasms treated by 
ESD to assess the risk factors for delayed bleeding. Delayed 
bleeding occurred in four of these lesions within 1 postopera- 
tion day. Therefore, we enrolled the patients with the remain- 
ing 437 lesions to determine the utility of SLE performed 
on the morning of postoperative day 2. All lesions were 
randomly assigned to SLE (220 lesions) groups or non-SLE 
(217 lesions) groups. Results: Delayed bleeding occurred 
in 18 lesions (4.1%). A large tumor size (>20 mm) was the 
only independent risk factor for delayed bleeding (p=0.007). 
The chance of delayed bleeding was not significantly differ- 
ent between the patients receiving a SLE (eight cases) and 
those patients not receiving a SLE (six cases, p=0.787). 
Furthermore, SLE for lesions with a large tumor size did not 
significantly decrease delayed bleeding (p=0.670). Conclu- 
sions: SLE had little or no influence on the prevention of 
delayed bleeding, irrespective of the risk factors. (Gut Liver 
2014;8:480-486) 
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INTRODUCTION 

Gastric neoplasms, including gastric adenoma (GA) and early 
gastric cancer (EGC), are among the most common neoplasms 
worldwide. Endoscopic submucosal dissection (ESD) is the 
preferred treatment for GA and EGC due to its low recurrence 
rate and high complete resection rate for gastric neoplasms. 1 " 3 
However, several complications of ESD, such as perforation, 
bleeding, prepyloric or pyloric stenosis, transient bacteremia, 
and aspiration pneumonia, have been reported in several previ- 
ous studies and were attributed to its technical difficulties and 
invasiveness." 

The most common concern for patients after gastric ESD is 
delayed bleeding. Delayed bleeding has been reported to oc- 
cur in approximately 5% to 15°/o of artificial ulcers, which are 
disruptions in the mucosal integrity of the stomach after ESD. 4 " 6 
Fortunately, most delayed bleeding cases are controlled by ap- 
propriate emergency endoscopic treatment, although a surgery 
is required as part of the treatment in some cases. 

Several previous studies have reported that second-look en- 
doscopy (SLE) prevents further bleeding after endoscopic treat- 
ment for peptic ulcer bleeding in the stomach. 8 " 10 A significant 
number of authors recommend performing SLE for artificial 
ulcers, especially for lesions with significant risk factors for 
delayed bleeding, including tumor location," tumor size, 5,12,13 
specimen size, 5 ' 14 and ulcerative findings. 12 However, artificial 
ulcers after ESD are exposed to relatively high pH conditions 
in comparison with peptic ulcers. Lately, a retrospective study 
reported that SLE might not be necessary for avoiding delayed 
bleeding. 4 By contrast, another retrospective study suggested the 
use of SLE could prevent delayed bleeding, especially in high- 
risk gastric lesions. 14 Therefore, we conducted a prospective, 
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randomized, single-blind, controlled trial to investigate whether 
SLE prevents delayed bleeding and is necessary after ESD and 
to validate the predictive factors of delayed bleeding. 

MATERIALS AND METHODS 
1. Patients and materials 

A total of 446 lesions histologically diagnosed as gastric 
neoplasms and consecutively treated with ESD at Chonnam Na- 
tional University Hwasun Hospital, Hwasun, Korea from Janu- 
ary 2012 to May 2013 were enrolled. The Ethical Committee of 
the Chonnam National University Medical School approved the 
study (clinical trial number: CNUHH-20 12-20), which was con- 
ducted in accordance with the ethical standards laid down in 
the 1964 Declaration of Helsinki and its later amendments. All 
patients included in the study signed a written informed consent 
prior to inclusion. 



2. Inclusion criteria and exclusion criteria 

In the study, all patients who visited our hospital to receive 
ESD treatment for gastric neoplasms were included. ESD was 
principally indicated for GAs and EGCs corresponding to the 
expanded criteria suggested by Gotoda et al. 15 as based on en- 
doscopic findings, including chromoendoscopy, narrow band 
imaging, biopsy, and abdominal computed tomography. Exclu- 
sion criteria were as follows: pregnancy; breast feeding; bleed- 
ing on resected lesions within 24 hours after ESD; taking gastric 
mucosal protectors, acid suppressants, anticoagulants, and/or 
antiplatelets within 1 week of the ESD; known allergies to pro- 
ton pump inhibitors (PPIs); mental and/or physical disabilities; 
and refusal to consent to participate in the study. 

3. Study design 

The study design was a prospective, randomized, single-blind, 
controlled trial, as shown in Fig. 1. All patients included in the 
study were assigned randomly using sealed, numbered enve- 



Admission day 


Operation day 


POD 1 


POD 2 


POD 3-POD 56 



Intravenous administration pantoprazole 40 mg per day or 
lansoprazole 40 mg per day 



Oral pantoprazole 40 mg or 
oral lansoprazole 30 mg per day 



ESD 
in the morning 



Endoscopy 
in the morning 



Discharge 
at POD 4 



Liquid diet 


Nothing per oral 


WF after noon 
Liquid diet at dinner 


Soft diet 
(POD 3-POD 14) 


Regular diet 
(POD 15-) 



Fig. 1. The study design. 

POD, postoperative day; ESD, endoscopic submucosal dissection; WF, water feeding. 



446 ESD from January 2012 to May 2013 



5 Bleeding within 24 hours after ESD 



I 



4 Delayed bleeding within 48 hours after ESD 

[ 



437 Randomization 



217 Non-SLE group 



441 Assess risk factors for delayed bleeding 



437 Assess the effectiveness of SLE 



220 SLE group 



185 

Nonprophylactic hemostasis group 



6 Delayed bleeding 



35 Prophylactic hemostasis group 



5 Delayed bleeding 



3 Delayed bleeding 



Fig. 2. A flowchart of the allocation of the enrolled gastric neoplasms. 
ESD, endoscopic submucosal dissection; SLE, second-look endoscopy. 
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lopes to either a non-SLE group or a SLE group that received 
SLE on the morning of the second postoperative day (POD), as 
shown in Fig. 2. The randomization number was not exposed to 
the endoscopist until the study completion date. The endosco- 
pist was instructed not to ask other doctors or patients whether 
the patients had received SLE. The patients ate only a liquid diet 
at admission day. Patients fasted from midnight at admission 
day until noon of POD 2. Based on a standard protocol, 16 ' 17 the 
ESDs were performed for the patients under conscious sedation 
on Tuesday and Wednesday. The operator was a single experi- 
enced endoscopist (S.B. Cho) who had performed ESD over 500 
times for more than 5 years. The normal mucosa located more 
than 5 mm away from the tumor margin was marked using 
an argon plasma coagulator (VIO 300D; Erbe Elektromedizin, 
Tubingen, Germany). Epinephrine mixed with hypertonic saline 
(1:100,000) containing l°/o indigo carmine was injected into the 
submucosal layer to raise the lesion. Hyaluronic acid was used 
if the tumor was insufficiently elevated. A circumferential mu- 
cosa was cut around the marks. Subsequently, the submucosal 
layer, including the tumor, was dissected using an insulation- 
tipped diathermic knife (KD-611L; Olympus, Tokyo, Korea) or 
dual knife (KD-650; Olympus). We used hemostatic forceps (FD- 
410LR; Olympus) and hemostatic clips (HX-610-135 or HX- 
610-090L; Olympus) for bleeding and for all exposed vessels 
on the resected lesion during ESD. Additionally, all the lesions 
underwent prophylactic coagulation for nonbleeding exposed 
vessels on resected lesions after the removal of lesions on the 
stomach." 

SLE was performed to inspect the artificial ulcer on the morn- 
ing of POD 2 to evaluate whether there was recent bleeding or 
the possibility of bleeding lesions (nonbleeding visible vessels 
and adherent clots). Three days after ESD, pantoprazole (Pantoloc 
injection; Takeda Pharm Co., Osaka, Japan) at 40 mg per day 
or lansoprazole (Lanston injection; Takeda Pharm Co.) at 40 mg 
per day was administered intravenously and continuously. After 
POD 3, patients took orally 40 mg of pantoprazole (Pantoloc®; 
Takeda Pharm Co.) or 30 mg of lansoprazole (Lanston®; Takeda 
Pharm Co.) once daily for the following 54 days. All patients 
resumed food intake when the afternoon had passed on POD 2 
and were discharged at POD 4 unless there were any of signs 
of complications, such as hematemesis, hematochezia, melena, 
fever, or abdominal pain. All participants were instructed to 
contact our hospitals when experiencing these signs of compli- 
cations after discharge, and were asked to visit the outpatient 
clinic at 2 and 8 weeks after ESD. Based on the healing process 
of the artificial ulcer, the follow-up period was 56 days. 18 If the 
patient had 2 or more gastric neoplasms, we treated each gastric 
neoplasm at intervals of about 3 months. 

If the patient showed any bleeding signs or symptoms after 
ESD, we performed emergency endoscopy to check whether any 
of the lesions required endoscopic hemostasis, such as for bleed- 
ing or possibly bleeding lesions, and treated these lesions with a 



hemostatic clip and/or thermocoagulator. We prescribed blood 
transfusion only for patients with bleeding artificial ulcers and 
decreases in hemoglobin levels >2 g/dL. 

4. Data analysis 

Delayed bleeding was defined as massive bleeding at 1 to 
56 days after ESD and as requiring emergency endoscopic he- 
mostasis for endoscopically evident bleeding sites on resected 
lesions because of hematemesis, melena, hematochezia. En bloc 
resection was defined as resection in a single piece with nega- 
tive lateral and vertical margins. A long procedure time was de- 
fined as a procedure time (from passing the endoscopy through 
the mouth to complete withdrawal) of more than 60 minutes. 
The longitudinal parts of the stomach were equally divided into 
the upper, middle, and lower portions. The circumferential parts 
of the stomach were equally separated into four portions: the 
anterior wall, posterior wall, greater curvature, and lesser curva- 
ture. A large tumor size was defined as one greater than 20 mm. 
All tumors were divided into three histologic types based on the 
Vienna classification: 19 low-grade dysplasia, high-grade dyspla- 
sia, and EGC. The macroscopic types, differentiation, depth of 
invasion, and lymphovascular invasion of the gastric neoplasms 
were classified according to the Japanese Gastric Cancer Asso- 
ciation classification. 20 

The following variables were analyzed to demonstrate 
predictive factors for delayed bleeding: age, sex, body mass 
index, laboratory findings on admission (white blood count, 
hemoglobin, platelet, prothrombin time, and activated partial 
thromboplastin time), history of stomach operation, history of 
gastric ESD, the use of anticoagulants and/or antiplatelet drugs 
1 week before the procedure, tumor location (longitudinal and 
circumferential), gross tumor type (elevated, flat, or depressed), 
endoscopic ulcerative findings, the presence of fibrosis in the 
submucosal layer during ESD, the resection type [en bloc or 
piecemeal), resected specimen size (largest diameter), tumor size 
(largest diameter), depth of cancer (epithelium, lamina propria, 
muscularis mucosae, or submucosa), histologic type, infection 
by Helicobacter pylori, PPI type, and ESD procedure time. In ad- 
dition, we evaluated the incidence of delayed bleeding and the 
frequencies of various risk factors for delayed bleeding between 
the SLE and non-SLE groups to investigate whether SLE pre- 
vented delayed bleeding. 

5. Statistical analysis 

The SPSS software version 18.0 (IBM Co., Armonk, NY, USA) 
was used to perform the statistical analysis. All values are ex- 
pressed as the means±SD and were analyzed by the Student 
t-test. The categorical variables were analyzed by the chi-square 
test or Fisher exact test. A value of p<0.05 was accepted as sta- 
tistical significance. If more than one of these factors was sig- 
nificant in the univariate analysis, a multiple logistic regression 
analysis was performed to identify an independent factor. 
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Table 1. A Univariate Analysis of the Risk Factors for Delayed Bleeding 



Characteristic 


Present (n=18) 


Delayed bleeding 

Absent (n=423) 


p -value 


rtge, yr 


67 1+7 5 


DJ.OT3.D 


0 570* 


Sex, m 3.1 c/f enisle 


14/4 


277/146 


0.323 h 


Rnflir ryi ncc 1 VI H f^V krf/vYl^ 

JjUUy IIIUCA, Jvg/ III 


23 1+2 2 


24 0+3 0 


0 233* 


Platelet vl 000 


^ 1J. JTUO.U 


99Q Aj-RR 1 


0.223* 


llgU 


13.5+1.9 


13.9+2.2 


0.499* 




12.6+0.9 


12.5+0.8 


0.434* 


aPTT 
d_r 1 1 


35 4+2 2 


35 2+3 0 


n 7 on* 


Airticoagulants/ Antiplatelets 


J 


97 


n 9 1 h ] 

U.Z lo 


Previous history of ESD 


z 


Z+ 


n 9R7 1 


History of stomach operation 


1 
1 


1 n 

1U 


n 97 1 + 

U._3 / 1 


U IIUCI iy lllg UlaCdat: 








Hypertension 


4 


174 


0.142 h 


Diabetes mellitiis 


2 


76 


0.752 1 


Cerebrovascular accident 


i 
i 


c 
3 


0 999" ] 

u.zzz 


Ischemic heart disease 


i 
i 


D 


n izjf 

U.ZDD 


T l^/eT" ni rrri r\*;i c 

UVC1 l_lllllU.3l.3 


I 


10 


0.37 l f 


rnrnnic renal failure 
\„lllUlllv_ lUlldl 1 (.1111(1 L 


2 


24 


0.287 1 


Timp nf PPT nantnnra7n e/l a n crinru 7nl p 
1 VUC Ul 111, UdllLUIJl diUlC/ IdllCiUUl dZ-UlCT 


10/8 


909/990 

ZUJ/ zzu 


0.633 1 


Size of specimen, mm 


A A O , 1 O O 
++.0+ 1Z.Z 


9Q Qj.1 1 0 


n Of.fi* 

U.UOo 


T nncf nroreHiire time ~>fiO min 

ijUllt 1}L WV^LUUl v. 1 1 1 1 1\_ , ^*UU 111111 


8 


74 


0.004* 


T nrcitinn nf 1 pcinn 
LU^dLlUll Ul iniMUii 








T rinrfitiirlinal TT/I\/T/T 
lAlilglLULllIldl, U/1V1/.L 


9/T/1 9 


Zj/oo/j 1 Z 


U.DUj 


Tirru inferential AW/PW/T CICtC 
^IILLIiIIICI CilLLdl, r\ v V / r V v / LL/ VJV„ 


j/ j/y/js 


Q^^R/l 97/1 99 


0 327* 


TX/ne nf lesion elevaterl /flat/rlenresserl 

1 y IJV- Ul IV^jlWll, L1V_ V d LV_l_i/ lid L/ ULL/1 V_jjV_U 


10/4/4 


9 19/54/1 50 


0.972* 


T Tl eeratiAre finrlinO" 


4 


42 


0.106" 1 


Resection style, piecemeal/e/i bloc 


1/17 


10/413 


0.37 1" 1 


Fibrosis in submucosa 


6 


79 


0.131 + 


Large tumor size, >20 mm 


7 


39 


<0.001* 


Histologic type, LGD/HGD/cancer 


7/3/8 


202/52/169 


0.552* 


Depth of cancer, E/LP/MM/S 


0/5/3/0 


7/108/48/6 


0.779* 


H. pylori infection 


15 


366 


0.723" 1 



Data are presented as mean±SD or number. 

Hgb, hemoglobin; PT, prothrombin time; aPTT, activated partial thromboplastin time; ESD, endoscopic submucosal dissection; PPI, proton pump 
inhibitor; U, upper; M, middle; L, lower; AW, anterior wall; PW, posterior wall; LC, lesser curvature; GC, greater curvature; LGD, low grade dys- 
plasia; HGD, high grade dysplasia; E, epithelium; LP, lamina propria; MM, muscularis mucosae; S, submucosa; H. pylori, Helicobacter pylori. 
•Unpaired t-test; T Fisher exact test; Chi-square test. 



RESULTS 

Of the 446 lesions with gastric neoplasms in this study, en 
bloc resections were performed in 435 lesions (97.5°/o). All the 
tumor lesions had tumor-free margins histologically. Only one 
case was managed with surgery due to lymphovascular inva- 
sion. No perforations after ESD and no deaths related to ESD 
and/or the subsequent surgery were observed. Bleeding occurred 
within 24 hours after ESD for five of the resected lesions; these 



cases were consequently excluded from the study. Delayed 
bleeding occurred in 18 (4.1%) of 441 lesions and was success- 
fully controlled by emergency endoscopic treatment. According 
to the Forrest classification, 21 these cases were classified into 
four categories: spurting bleeding (four cases), oozing bleeding 
(six cases), nonbleeding visible vessels (six cases), and adherent 
clots (two cases). Blood transfusions were performed in five of 
the 18 delayed bleeding cases. No additional cases of delayed 
bleeding were observed after the endoscopic treatment. 
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Table 2. A Multivariate Analysis of the Factors Associated with De- 
layed Bleeding 

Multivariate analysis 

Factor 

OR 95% CI p-value 

Long procedure time, >60 min 2.38 0.83-6.87 0.108 

Large tumor size, >20 mm 4.47 1.50-13.34 0.007 

OR, odds ratio; CI, confidence interval. 



We investigated the 441 lesions to validate various risk fac- 
tors for delayed bleeding. Univariate analysis indicated a long 
procedure time (odds ratio [OR], 3.77; 95°/o confidence interval 
[CI], 1.44 to 9.88; p=0.004) and large tumor size (OR, 6.27; 95°/o 
CI, 2.30 to 17.09; p<0.001) were significantly associated with 
delayed bleeding, as shown in Table 1. Multivariate logistic 
regression analysis showed that large tumor size was the only 
independent risk factor related to late delayed bleeding (p=0.007), 
as shown in Table 2. 

Delayed bleeding occurred in four lesions within 48 hours af- 
ter ESD. Hence, we enrolled the remaining 437 lesions to deter- 
mine the utility of SLE for delayed bleeding. Table 3 shows the 
incidence of risk factors for delayed bleeding and the frequen- 
cies of delayed bleeding between the SLE and non-SLE groups. 
SLE was performed on 220 lesions on the morning of POD 2. 
The chance of delayed bleeding was not significantly different 
between the SLE (eight cases) and non-SLE (six cases) groups 
(p=0.787). Moreover, no significant differences were observed 
in the risk factors for delayed bleeding between the SLE and 
non-SLE groups. Thirty five lesions were treated with prophy- 
lactic hemostasis using hemostatic clips for nonbleeding visible 
vessels after the removal of adherent clots. Three cases (8.6%) 
in the SLE group showed delayed bleeding after prophylactic 
endoscopic treatment. 

DISCUSSION 

According to Takizawa etal." the subsequent coagulation of 
nonbleeding visible vessels in lesions resected by ESD signifi- 
cantly prevented delayed bleeding in most but not all cases. This 
prevention of delayed bleeding is the reason why most hospitals 
routinely perform SLE after ESD. Contrary to expectations, the 
incidence of delayed bleedings between the SLE and non-SLE 
groups was not significantly different in our study. Addition- 
ally, the incidence of delayed bleeding with prophylactic en- 
doscopic hemostasis was higher than that without prophylactic 
endoscopic hemostasis, although this trend was not statistically 
significant (p=0.093). Given these findings, we suggest that SLE 
has limited value, if any, for reducing the incidence of delayed 
bleeding, and that the treatment of prophylactic hemostasis for 
adherent clots may be an unnecessary or immoderate proce- 
dure. These findings from our study are consistent with those of 



a previous report, which found that endoscopic treatment may 
result in rebleeding because new blood vessels can arise from a 
lesion treated through endoscopic hemostasis. 4 As well, another 
previous study noted the natural healing reactions of artificial 
ulcers might be one of the major contributors in preventing de- 
layed bleeding. 14 

As shown by a univariate analysis, a long procedure time and 
a large tumor size were risk factors for delayed bleeding in the 
present study. In the multivariate analysis, a large tumor size 
was the only independent predictive factor for delayed bleed- 
ing. These results suggested the procedure time was positively 
related with tumor size, and are in keeping with the findings of 
previous reports. 5 ' 22 Further, several retrospective studies have 
reported that a large tumor size was a significant factor for de- 
layed bleeding. 51213 The current prospective study showed that 
SLE for lesions with risk factors for delayed bleeding did not 
significantiy reduce the incidence of delayed bleeding, suggest- 
ing SLE has little or no influence on the prevention of delayed 
bleeding, irrespective of the risk factor for it. 

Previous reports have shown that specimen size is a signifi- 
cant predictive factor for delayed bleeding. 5 ' 14 The present study 
revealed that tumor size rather than lesion size was a significant 
risk factor for delayed bleeding. In general, specimen size is 
directly proportional to tumor size. We believe the reason as to 
why tumor size is the only predictive factor for delayed bleed- 
ing might be the relatively inaccurate ESD procedure. 

Because H. pylori infection is one of factors influencing the 
healing of gastric ulcers, 23 we performed Campylobacter-like 
organism (Asan Pharm Co., Ltd., Hwasung, Korea) tests for the 
diagnosis of H. pylori for all patients and evaluated whether this 
bacterium affected the rate of delayed bleeding. In accordance 
with previous reports, 6,24 the present study did not find any sig- 
nificant correlations between H. pylori status and the delayed 
bleeding rate. 

In our cases, the incidence of complications after ESD, such 
as perforations, delayed bleeding, and positive lymphovascular 
invasion, was lower than that of previous studies. 4 " 6 Several 
possible reasons could explain these results. First, recent im- 
provements in the therapeutic modalities and techniques have 
led to a decrease in the incidence of complications for gastric 
neoplasms. Second, none of the ESD lesions had positive/inter- 
mediate lateral margins. Recently, Nakamura ef a/. 6 suggested 
that a positive/intermediate lateral margin was a significant risk 
factor for delayed bleeding. Third, the tumor size (mean±SD, 
10.4±7.3 mm) in the present study was relatively smaller than 
those in other studies. 4 " 6 

The current study had at least two limitations. First, the study 
was a relatively small single-center one. Second, the study did 
not evaluate the different cytochrome P450 2C19 (CYP2C19) 
genotypes of each individual. These genotypes can influence the 
metabolism of PPIs and thereby might be related to the heal- 
ing rate of artificial ulcers after ESD. 25 For these reasons, a large 
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Table 3. Comparisons between the Second-Look Endoscopy (SLE) and Non-SLE Groups 


Characteristic 


SLE (n=220) 


Non-SLE (n=217) 


p -value 


Age, yr 


Q_i_Q 9 


C7 1 j_7 C 


n Q9/i* 
u.yj+ 


Spy m a 1 p/ fp m a 1 p 


145/75 


142/75 


0.920' 


Body mass index, kg/m 


Z4-.U+Z.O 


99 Qj.9 9 

zj.y+j.z 


A 7Q9* 


piatpipt vi nnn 

rldltMCL, Al,UUU 


99Q Q_|_ZL7 C, 


99Q 7 ,C-5 zi 


0 974* 




13.9+2.7 


13.8+1.4 


0.862* 




12.5+0.7 


12.5+0.8 


0.894* 


aPTT 
dr 1 1 


on A. 9 fl 


Tt; c: . 9 9 
JD.D+J.Z 


U. 1ZD 


Ariticoagulants/Antiplatelets 


1 _> 


9/1 
Z + 


a 1 99 + 


Previous history of ESD 


1 9 


1 9 


1 .uuu 


History of stomach operation 


c, 

J 


O 


n 77fV 

u./ /u 


Underlying disease 








Hypertension 


91 


87 


0.846 f 


riicinpfp*; TTipllifiic 
uidUCLta iiiuiiLUS 


43 


34 


0.3 16 f 


Cerebrovascular accident 


9 

Z 


A 

■+ 


n AA7 7 


Ischemic heart disease 


Z 


_> 


U.ZOZ 


UVC1 L11111UM3 




D 


0 770^ 


Itrlldl ld.llli.IC 


1 3 


1 9 


1 000 + 


Timp nf PPT nantnnra7n p/I q vi cnnrci vnl p 
1 VUC Ul 111, UdilLUIJl qZ,U1C| IdilCiUUl dZUlCT 


107/1 13 


104/1 13 


0.924 f 


Size of specimen, mm 


AA A_i_ 1 1 A 
+U.++ 11.+ 


on f, . i a 7 
J3.D+ 1U./ 


n AAQ* 


T nnrf Tivr\r"pni ii*p timp ^.f-ifl min 

LUllg UlUV^HULllC L1111H, ^OU 111111 


45 


35 


0.267 f 


T opq+i/iyi or 1 pc inn 
.LULdllUll Ul 1CMU11 








T i-in/fi+ii/linnl T T /ft I[ /T 

LongiuiQinai, u/m/l 


1 1 //I 1 / 1 CO 

1 1/41/ loo 


19/ r,n / 1 c a 
Ij/dU/ 194 


U.z4jJ 


rimimfprpntial AW/PW/T ClCrC 
V^llCUIIlieiCllLldl, AVV/r VV/LL/ UL 


DU/+_3/D/ /OU 


+o/J>o/00/Ol> 


a c,7Q* 


Timp r\f 1 pciah pi p\rQ~(~pn / rl ztfl rl pt~\ tpcqpH 

1VUC Ul ICalUll, C1C V dLCLl/ lldL/ LIC [Jl 


1 1 4./9Q/77 

1 1 t:/ Z_3/ / / 


1 19/98/77 

1 1 Z/ ZO/ / / 


0.938* 


Ulcerative finding 


ZO 


zu 


A A97 + 
U.+_3 / 


Rpcpptinn chr p tupppitipq Hph n/nr* 

IVCaCt^LlUll 3LV1C, UlC^ClllUdl/ ul UiL/L 


6/214 


4/213 


0.751* 


.TlUlUMz) 111 aUUlllULUid 


4 1 


A9 


0 809* 


T QKrfp tiimr^K ci7p ^90, mm 
ijdlgC LU111U1 MZC, ->ZU 111111 


24 


2 1 


0 754 7 


Histologic type, LGD/HGD/cancer 


110/27/83 


97/26/94 


0.224* 


Depth of cancer, E/LP/MM/S 


4/49/27/3 


3/64/24/3 


0.495* 


H. pylori infection 


193 


184 


0.406* 


Delayed bleeding 


8 


6 


0.787* 


With long procedure time 


3/45 


3/35 


1.000* 


With large tumor size 


4/24 


2/21 


0.670* 



Data are presented as mean±SD or number. 

SLE, second-look endoscopy; Hgb, hemoglobin; PT, prothrombin time; aPTT, activated partial thromboplastin time; ESD, endoscopic submucosal 
dissection; PPI, proton pump inhibitor; U, upper; M, middle; L, lower; AW, anterior wall; PW, posterior wall; LC, lesser curvature; GC, greater 
curvature; LGD, low grade dysplasia; HGD, high grade dysplasia; E, epithelium; LP, lamina propria; MM, muscularis mucosae; S, submucosa; H. 
pylori, Helicobacter pylori. 

"Unpaired t-test; T Fisher exact test; *Chi-square test. 



prospective, multicenter, randomized control trial evaluating the 
differences between CYP2C19 genotypes is required to provide 
more definitive evidence. 

In conclusion, based on our prospective study, a large tumor 
size is an independent risk factor for delayed bleeding. How- 
ever, SLE has little or no influence on the prevention of delayed 



bleeding, irrespective of the risk factor for it. 
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